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' fim Bureau of the Budget ha* approved of the helaace of w ST^OpQOO re- 
quest for «dr wcawSiticsijbng equipment. Installation of the first 1$ units ac- 
quired has began and will cantinas as rigidly us deliveiy is made m orders 
already ooafimed* Regular shipment of 80 unite per week will begin on IB Aug- 
wet as a result of spa allocation. 


SA/A-DD/A iRSW i^eb (30 Jul 02) 

Rswritteni A-DD/A*iKffslaq 
Distribution* 

A-DD/A file "Director* s Log" 

v/ « " "ADMIN - Air Conditioning" w/background 


Approved For Release 2002/01/07 : CIA-RDP78-04718A00040001 0006-2 


